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SOURCE EVALUATIONS ARE DEFINITIVE. APPRAISAL OF CQNTFNT IS TFMTATIvr 


I ^photocopies of two diagrams of alleged 

radar installations at Rihnas and Tirana airfields and one diagram of the type 
of lights used at the Rihnas airfield, 
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Pomment ; The diagram entitled "Rihnas Airfield Radar Installation" 

appears to be a VBF/UHF inverted "discone" antenna. The diagram "Unknown type 
of Lights Used at Rihnas Airfield" appears to be a VHF/uhF H-type "Adcock" D/F 
antenna in addition to a lighting system. The "Tirana Airfield Radar Installation 
diagram appears to be a VHF/UHF communications or marker beacon antepna. 
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